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Message Text 


UNCLASSIFIED 

PAGE 01 PHNOM 06608 021014Z 
43 

ACTION OC-06 

INFO OCT-01 EA-07 ADP-00 CCO-OO /014 W 

104075 

R 020850Z JUL 73 
FM AMEMBASSY PHNOM PENH 
TO AMEMBASSY BANGKOK 
INFO SECSTATE WASHDC 1914 
AMEMBASSY MANILA 

UNCLAS PHNOM PENH 6608 

DEPT FOR A/OC, MANILA FOR RCO 

E.O. 11652N/A 
TAGS: ACOM, CB 

SUB J : PHNOM PENH PABX SYSTEM 
REF: BANGKOK 9949 

1. PRESENT PABX SYSTEM IS A TYPE 50 AUTOMATIC ELECTRIC COMPANY 
STEP-BY-STEP 100 OINE, 48 VOLTS. PLAN TO UTILIZE PRESENT FIRST 
FLOOR LOCATION FOR INSTALLATION OF NEW PABX. OPERATOR CONSOLE 
WILL ALSO REMAIN AT GROUND FLOOR ENTRANCE FOYER. MAINFRAME AND 
HOUSE CABLING NEED NOT BE RE-LOCATED. 

2. DIAGRAMS OF EXISTING CABLING AND LOCATION OF PABX WILL BE 
SENT IMMEDIATELY VIA DEPARTMENT AIR FACILITIES. 

3. ADVISE WHETHER ERICSSON PABX CAPABLE OF TERMINATION LONG HAUL 
RING DOWN TRUNKS SO THAT WE CAN TIE INTO THE OVERSEAS NET. IF 

SO, PROVIDE COST OF ADDITIONAL EQUIPMENT REQUIRED AND AVAILABILITY. 
SWANK 


UNCLASSIFIED 
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Message Attributes 


Automatic Decaptioning: X 

Capture Date: 01 JAN 1994 

Channel Indicators: n/a 

Current Classification: UNCLASSIFIED 

Concepts: n/a 

Control Number: n/a 

Copy: SINGLE 

Draft Date: 02 JUL 1973 

Decaption Date: 01 JAN 1960 

Decaption Note: 

Disposition Action: n/a 
Disposition Approved on Date: 

Disposition Authority: n/a 
Disposition Case Number: n/a 
Disposition Comment: 

Disposition Date: 01 JAN 1960 
Disposition Event: 

Disposition History: n/a 
Disposition Reason: 

Disposition Remarks: 

Document Number: 1973PHNOM06608 

Document Source: CORE 

Document Unique ID: 00 

Drafter: n/a 

Enclosure: n/a 

Executive Order: N/A 

Errors: N/A 

Film Number: n/a 

From: PHNOM PENH 

Handling Restrictions: n/a 

Image Path: 

ISecure: 1 

Legacy Key: Iink1973/newtext/t19730758/aaaabqrv.tel 

Line Count: 48 
Locator: TEXT ON-LINE 
Office: ACTION OC 

Original Classification: UNCLASSIFIED 
Original Handling Restrictions: n/a 
Original Previous Classification: n/a 
Original Previous Handling Restrictions: n/a 
Page Count: 1 

Previous Channel Indicators: 

Previous Classification: n/a 
Previous Handling Restrictions: n/a 
Reference: 73 BANGKOK 9949 
Review Action: RELEASED, APPROVED 
Review Authority: collinpO 
Review Comment: n/a 
Review Content Flags: 

Review Date: 05 NOV 2001 
Review Event: 

Review Exemptions: n/a 

Review History: RELEASED <05-Nov-2001 by phillir0>; APPROVED <04-Feb-2002 by collinp0> 

Review Markings: 

Declassified/Released 
US Department of State 
EO Systematic Review 
30 JUN 2005 


Review Media Identifier: 

Review Referrals: n/a 
Review Release Date: n/a 
Review Release Event: n/a 
Review Transfer Date: 

Review Withdrawn Fields: n/a 
Secure: OPEN 
Status: NATIVE 

Subject: PHNOM PENH PABX SYSTEM 
TAGS: ACOM, CB 
To: STATE 
Type: TE 
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